Clock Inn Motel 

6 Milas Wost of Tornar Turnpike Gata 
On U. S. Highway 66 By-Pass A North lastorn 
OKLAHOMA CITY, OKLAHOMA 

33 Bcjuriful Units with tile baths, wall-to-wall carpets, vented heat, refriger¬ 
ated air conditioning, foam rubber mattresses, radios and television. For 
reservations phone Victor 3-6232 or write P. O. Box 3064, Oklahoma City. 
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